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TAGS: ASEC 

SUBJECT: EVAPORATOR BLOWER MOTOR 
REF: WARSAW 4285 

1. A/C’S WHICH ARE ANCILLARY COMPONENTS OF IN STORAGE 
ACRS CAN BE USED FOR EXCHANGE BUT IMPERATIVE THAT UNITS 
BE REPLACED SINCE THEY DO NOT BELONG TO RTC. 

2. SEND YOUR AIRCONDITIONER TO RTC VIA 6 SEPT SUPPORT 
FLIGHT. 

3. WHILE RTC HAS NO PARTS SUCH AS YOU REQUIRE ON HAND, 
EFFORTS WILL BE MADE TO HAVE THE UNIT REPAIRED SOMEWHERE 
IN GERMANY. 

4. IF NOT REPAIRABLE IN GERMANY WE WILL AWAIT REPLACEMENT 
PARTS FROM USA PER STATE 167065. 

5. OUR AIRCONDITIONERS DO NOT CONTAIN HEATING UNITS. 

6. AIRCONDITIONER WILL BE SHIPPED ON 6 SEPT SUPPORT FLIGHT. 

7. HAVE YOU PURSUED THE POSSIBILITY OF HAVING THE MOTOR 
REWOUND LOCALLY? HARLAN 
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